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fee following table ■ lists the r lamed 1953 production 
from 1 Jant 2 &ry through 30 June 1953 of VLB Jeriapharm* 
prise* under the -adt German Ministry for Health* 

I llanned * rodusti 


and the act uni production 
Jena, one of the enter** 


Item 

. *»*■ » . 

Penicillin 
Derct Penicillin 
Penicillin powder 
Penicillin salve .... 
Other renicxlliH 
Chloronitrin 
: anaetthin 
Vitamin C 
Vitamin D% 

Jenacaiij. 
Olykofrulcton 
iocium eitricum 
Cal elm Wmitim- 

Airjs, bidestillatf. 

I ‘j clonal 

i by, ^alt solution 
Cccroodayin ; 
AothyXureihan 
T-icctine’ acid aodc 
Codium Chloratwi 
looteb^id 
cfdJKh 

Joe of fin " 

Vitarniil B^ 

BCG VacciGwf 
-Btreptomytifci^ 


M * " 

milieu XU 

Million IU 

H£ic n IU * 

Million XU 

Kill ion XU 

kg 

kg 

kg 

kg 

kg 

1000 aj-irit3.es 

kg - * 

kg 

kg 

kg 

kg 

kg 

kg 

kg 

kg 

kg 

kg 

kg 

kg 

liter 

ke, ; 


llanned * rodustion , T “Aptu&l P rpdtxtlon«*19$j 
First & Second oiarter 


1*80,000,00 
2,585*000,00 .: 
6,000*00 

9,000,00 . 

1,1*80,05 * ' 

120,00 
9 ! t 0,00 

7,000,00 

25,015 

700.00 
2.35JO0 

13 s 9<30 
2l*„G0 

3 , 00,00 4 

21, 900,00 
9,000,00 

150.00 
12X00 

USuOO 

42,00 

2,800.00 

300.00 

1,500,00 

?2,0t> 

100,00 

600,00 


4( 


513,21*6,10 

1(,137,695o60 

L,020,50 

8*69»,2?S 

81*1.626 

87..951 

656,550 

3,700,00 

27,359 
695,880 
70,520 
8=886 
6*950 
3,388,282 
1C ,590, .050 
7,500,150 
36,090 

30,00 r 
33.670 ’ 
2o„voO 
* 000*00 
152,070 
778 ,’U*0 
16 , 021 * 
121,272* 
5,06?1* 








